Sirai Piaro Khan. (HSE Professional) 

Registered By: Pakistan Engineering Council 

Address: Flat C-5, Marine corner, Block-11, Plot 'A, Clifton, Karachi 
Phone: 0092-345-3050260 
Email: piaro85(S>gmail.com 
Skype ID: piarokhanll 


OBJECTIVE 

To gain a dynamic and challenging role in the area of Health, Safety & Environment, that will offer me the 
best opportunity for further development of my professional skills, abilities, and knowledge in an established 
firm with long term career growth possibilities. 

PROFILE SUMMARY 

More than 10 years' successful experience in different sectors regarding Health Safety & Environment, in 
depth knowledge of implementation of environmental safety practices and procedures 

• Joined GASCO Engineering Pakistan in Nov 2013 as a HSE Engineer and was working for ENI Pakistan at 
Kadanwari Gas Field on the contract of GEPL. Then promoted as a HSSE-CR Officer in Jan 2016 and 
serving on same designation till present. 

• Previously I have worked as HSE Engineer for 1.5 years in AMCORP, a leading Engineering and 
construction company in contract with ENI Pakistan & OMV Pakistan 

• Worked as an internee for 1 year in Environmental Protection Agency Sindh, Environment Climate 
Change & Coastal Development Department Government of Sindh. 

• I appointed as QA officer at Mustaqim dyeing & printing, a fastest growing textile mill in Pakistan. Then 
promotes as HSEQA and worked for 1 year. 

SKILLS & EXPERTIES: 




Hard Skills 

• Certified Lead Auditor OHSAS 
18001 

• Good Command on ISO 14001 

• Interpreting Govt laws, HSE 
rules and regulation 

• Developing and using Risk 
Assessment & Job hazard 
analysis (JHA) material 

• Proficient in Conducting 
Inspection and Audit 

• The power of persuasion 

• Excellent analytical skills & 
problem solving ability 


Soft Skills 

• Client & Contractor coordination 

• Ability to work under pressure 

• Efficient Team player 

• Preparation of HSE Training 
Material as per site requirement 

• Training and skill development of 
staff 

• Proficient in Follow-up of HSE 
concerns 

Computer Skills 

• MS OFFICE 

• MS Outlook 

• Auto CAD 

Linguistic Skill: 

• ENGLISH 

• URDU 

• SINDHI 

• SIRAIKI 


Training Conducted 

• Permit to work Procedure 

• Confined Space Entry 

• Working at Height 

• H 2 S Hazards & Precautions 

• Working in Hazardous area 

• Gas Parameters & its 
Monitoring 

• First aid & Fire fighting 

• Risk Assessment 

• Control of Substances 
Hazardous to Health 

• Emergency Response Plan 

• Environmental Management 
System 

• Importance of PPEs 

• Stress Management 

• Driving Safety & Safe Lifting 
Operation 

• Incident Investigation & Root 
Cause Analysis 









WORK EXPERIENCE^ 


1. HSSE-CR Officer (Jan 2016 till present) 

HSE Engineer (Nov 2013 to Dec 2015) 

GASCO Engineering PVT LTD (ENI Kadanwari Gas Fields) 

Responsibilities: 

• Responsible for conducting TBT and other safety training to supervisors, workers and Engineers & main 
contractor staff 

• Involved in 

o Site Inspection and Audits and following up of observations 
o Ensuring the compliance of permit to work document 
o Conducting Audit of Permit to work document 

• Conducting Risk Assessments of new projects and processes 

• Ensure the Job Hazard Analysis (JHA) has been completed previous to start of any non routine activity 

• Preparing daily, weekly and monthly HSE reports and monitoring compliance. 

• Conducting and preparing reports of HSE committee meetings 

• Client Coordination and sub-contractor supervision 

• Ensure inspection of Safety Equipments 

• To organize the Company incentive program 

• Maintain evaluation of compliance and update of legal and other requirement related to the Environment, 
Health and Safety 

Accomplishments 

• Develop HSE Business plan for the year 2015, 2016, 2017 & 2018 

• Initiate SOPs of various procedures 

• Investigate incident & accident scenario and prepare the reports 

• Achieve reward for HSE competency 

• Successful External / Internal IMS Audits preparation for Organization Certification 

2. HSE Engineer 

Amcorp Engineering & Construction (Karachi Office & Kadanwari Gas field) 

Apr 2011-Nov 2013 

Responsibilities: 

• Ensuring that potential safety issues related to the project workforce are addressed timely. 

• Prepare reports, Maintain record and also monitoring HSE compliance 

• Internal Audits, monitoring and effective closure of findings 

• Safety briefings and induction for visitors 

• Inspection and monitoring of Heavy Vehicles and earth moving equipments 

• To issue safety alerts and daily tool box talks 

• Preparation of Risk Assessment in project base camp and at site 

• To organize and conduct basic the fire fighting trainings and conduct regular drills as stipulated in drill plans 

• To conduct HSE internal trainings as per Training Matrix and identify need for Gap analysis 

3. Environmental internee 

Environmental protection Agency Sindh (Karachi) 

March 2010-March 2011 

Responsibilities: 

• Assist the staff regarding EPA Activities 

• Maintain Environmental record and documents 

• Participant in organizing workshop and seminar regarding: 





o Global warming 
o Solid waste management 
o Environmental awareness 
o Criteria of pollutants 
o Water & Air Pollution 
o Control of chemical and oil spillages 

4. HSE/QA 

Mustaqim Dyeing and printing (SITE Area, Karachi) 

January 2009 - March 2010 

Responsibilities: 

• Ensure the Quality of end product as per required standard 

• Safety briefings and induction for visitors 

• Monitoring the manual handling, mechanical handling hazards and its control 

• Carry out inspection of machinery and its safety guards 

• Conducting and ensuring of mock drills 

• Prepare Risk Analysis, Hazardous Analysis 

• Maintain required documents, maps and records. 

• Present fire prevention programs and demonstrations 

• Should ensure cleanliness, maintenance and safety in the work place 

EDUCATION^ 

MSc Environmental Science 

University of Karachi 

2010-2012 

Bachelor of Engineering (Textilej 

MUET 

2005-2008 

CERTIFICATIONS AND TRAININGS^ 


Certificate 
NEBOSH IGC 

OHSAS 18001 Lead Auditor 

Diploma in Work Place Safety & Health 

Hazard Identification & Risk Assessment 

Labor Laws & Labor Policy 

Safety Standard, Accident Prevention 

Sustainable Water Resources management 

Introduction to gender & Environment 

Gender Mainstreaming Environmental 

Decision making 

Chemical Agent & Hazards 

Construction Safety 

Basic First Aid Course 

Basic Fire Fighting 


Institution 

Date 

Shield ltd 

2015 

BVQI 

2012 

Alison, Ireland (e-learning) 

2015 

BVQI 

2014 

NILAT 

2009 

NILAT 

2009 

KU & Uni of Innsbruck 

2012 

MUET & Brunei Uni UK 

2008 

MUET & Brunei Uni UK 

2008 

H&S Authority (e-learning) 

2015 

H&S Authority (e-learning) 

2015 

Integersol & URS 

2019 

Integersol & URS 

2019 


Reference will be furnished upon request. 




